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www.tripadvisor.com >... > Orick > Orick Hotels ▼ 

PALM CAFE & MOTEL - Prices & Reviews (Orick, CA ... 

Book Palm Cafe & Motel, Orick on Tripadvisor: See 71 traveler reviews, 12 candid photos, and 
great deals for Palm Cafe & Motel, ranked #1 of 1 hotel in Orick ... 

Rating: 3 • 71 reviews • Price range: $ (Based on Average Nightly Rates for a Standard 
Room from our Partners) 


Which popular attractions are close to Palm Cafe & Motel? 

V 

What are some of the property amenities at Palm Cafe & Motel? 

V 

What food & drink options are available at Palm Cafe & Motel? 

V 
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www.tripadvisor.com >... > Orick > Orick Restaurants ▼ 

PALM CAFE & MOTEL, Orick - Restaurant Reviews, Photos ... 

Palm Cafe & Motel, Orick: See 115 unbiased reviews of Palm Cafe & Motel, rated 3.5 of 5 on 
Tripadvisor and ranked #2 of 3 restaurants in Orick. 

Rating: 3.5-115 reviews • Price range: $ 

www.yelp.com > Hotels & Travel > Hotels ▼ 

Palm Cafe & Motel - 93 Photos & 153 Reviews - Hotels ... - Yelp 

Delivery & Pickup Options -153 reviews of Palm Cafe & Motel - CLOSED "Tired and hungry from a 
camping trip in the redwoods, we steered over here not... 

Rating: 3.5 • 153 reviews • Price range: Under $10 

sites.google.com > site > palmcafemotel ▼ 

Palm Cafe & Motel - Google Sites 

Palm Motel and Cafe is located on Highway 101 in Orick CA, in the beautiful, Redwood National 
Forest. The Motel is close to local popular sites Lady Bird ... 


https://www.google.com/search?q=palm+cafe+and+motel&oq=PALM+CAFE&aqs=chrome.2.69i57j69i59l2j46i175i199j0i457j69i60l3.8518j0j7&sourceid=chrome&ie=UTF-8 


1/3 



10/14/2020 


palm cafe and motel - Google Search 


www.tripadvisor.co.nz >... > Palm Cafe & Motel 

sickening - Review of Palm Cafe & Motel, Orick, CA - Tripadvisor 

Palm Cafe & Motel: sickening - See 71 traveller reviews, 12 candid photos, and great deals for 
Orick, CA, at Tripadvisor. 

Rating: 1 • Review by a Tripadvisor user • Price range: $ (Based on Average Nightly 
Rates for a Standard Room from our Partners) 

www.californiabeaches.com >... > Orick ▼ 

Palm Cafe & Motel, Orick, CA - California Beaches 

Palm Cafe & Motel in Orick, CA is in the California Beaches restaurants, bars, and cafes category. 
To locate the Palm Cafe & Motel just select the map tab above. 

www.times-standard.com > palm-cafe-in-orick-closed-a... ▼ 

Palm Cafe in Orick closed after inspection finds roaches ... 

Jun 4, 2019 — The Palm Cafe in Orick was closed on Monday after it was found to have “multiple 
imminent health hazards on an inspection of the facility," the ... 

www.zmenu.com > palm-cafe-and-motel-orick-online-... ▼ 

Online Menu of Palm Cafe & Motel - CLOSED Restaurant... 

View the online menu of Palm Cafe & Motel - CLOSED and other restaurants in Orick, California. 
www.tripadvisor.com.ph >... > Palm Cafe & Motel 

palm cafe - Review of Palm Cafe & Motel, Orick, CA - Tripadvisor 

Palm Cafe & Motel: palm cafe - See 71 traveler reviews, 12 candid photos, and great deals for 

Palm Cafe & Motel at Tripadvisor. 

maps.roadtrippers.com > US > California > Orick ▼ 

Palm Cafe & Motel, Orick - CA | Roadtrippers 

The Palm Cafe and Motel is located on Hwy 101 north of the Orick Bridge. The Palm Motel has 
20 rooms of varying sizes, a covered swimming pool and ... 
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